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SSSG 


SYSTEMS 

SECURITY 

STEERING 

GROUP 


OFFICE OF THE EXECUTIVE SECRETARY 

SSSG-003/87 
28 July 1987 



MEMORANDUM FOR DISTRIBUTION 

SUB J : Cancellation of National Telecommunications and 

Information Systems Security (NTISS) Policy No. 2 


By unanimous vote of the Systems Security Steering Group, 
NTISS Policy No. 2, "National Policy on Protection of 
Sensitive, But Unclassified Information in Federal Government 
Telecommunications and Automated Information Systems," 
issued 29 October 1986, is hereby canceled. 





WILLIAM E. ODOM 


Lieutenant General, USA 
Executive Secretary 
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